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November 6, 2020 


To the Michigan Republican Attorneys: 


My name is Cynthia A. O'Halloran, | am a Republican, resident of the State of Michigan, and | 
worked as a duplicator for Military absentee voter ballots on Election Day, Tuesday, 

November 3, 2020 for the County of Oakland, Michigan. Room/ POD #2; Supervisor: Heather; 
my Democratic counterpart: Loreen 

Approximate number of Military absentee voter ballots: 90-95 

Time to process each ballot: 7-1/2 to 8 mins. (30 min. lunch) + (2 breaks) + (30 min. dinner) 

| wish to express my concerns. 


Areas of Concern 

1) Signatures could not be verified; 

2) 90-95% of Military absentee voter ballots chose Biden/Harris over Trump/Pence 

3) 90-95% of Military absentee voter ballots chose Gary Peters over John James —a 
military man 

4) 66 written on envelopes could have served as a code word 

5) Felt tip markers were provided. Democratic counterpart went over some of my 
work with a pen even though they were clearly marked 


My experience in more detail follows below. 


Precincts: 
1) Walled Lake; 
2) Holly; 
3) Farmington; 
4) Oak Park — these ballots were taken from my workstation by Supervisor Heather (mid- 
day). | was told there was a timing issue — Oakland County wanted to be finished by or 
before 8 pm on the day of the Election. 


Order of Operation 


At approximately 7am on Tuesday, November 3, 2020 the Director of Elections, Joseph Rozell, 
swore us in and we began our processing. 


Loreen went to Supervisor Heather located at the front of the room and obtained (2) felt tip 
markers that were given to us to use to duplicate the absentee voter Military ballots. | found 
this as strange since it was not a standard ink pen. | mentioned this to Loreen and she stated 
that “well, this is what she gave us”... 
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Description of our workstation: 


(See Exhibit A) 
| sat directly across from my Democratic counterpart Loreen — her day job was working as an 


auditor. Directly next to Loreen was a US Postal white/clear plastic, rectangular bin which 
contained the Absentee Voter Military Ballots. Sitting next to me were the white boxes from 
the printing company, PSI, with their phone number listed on the box. The respective precinct 
location was written in marker along the binding of the box. The official blank ballots had pre- 
printed name of city and precinct # on them. 


First we decided who was going to be doing the reading and which individual would be doing 
the filling in of the blank ballot form (duplicator). 


Loreen — acted as initial reader of the Original mailed in ballot from the Military absentee voter. 
Cindy — acted as initial duplicator — who filled in the official ballot. 

Upon completion, we cross-changed duties and then | became the reader and she verified the 
filled in selections on the official ballot. | filled in the ballots completely, but noticed on a few 
that Loreen when cross checking my ballot fill-ins was further going over my work with a pen. | 
asked her “what’s wrong?” and she stated that she was just going over some of my work, even 
though they were clearly filled in. 


Next, we grabbed a batch of rubber banded Military absentee voter envelopes and sorted them 
on the table in front of us by Precinct #. We then re-rubber banded the other batches and 
placed the ones not being worked on back into the US Postal (rectangular) bin. NOTE: Loreen 
and | used a letter opener to slide through the original Military absentee voter envelopes. 
When it was my turn to re-read the original ballot selections back to Loreen, | also looked at the 
Certificate of signature of the voter. There was no way to confirm/ crosscheck the signature on 
the Certificate. | came across at least one or more ballots that was missing the Certificate of 
signature from the Military voter. | immediately brought this to the attention of Supervisory 
Heather. She took the envelope and ballot from me and stated that she would look into it. A 
few hours later she returned both the ballot and envelope and stated that it checked out with 
the Clerk’s office — continue to process it. Loreen and | were not provided with a voter register 
book for signature verification. | also want to note that there were several Military absentee 
ballot envelopes that had a tacky (gummy) closure which could be opened and re-sealed with 


ease. The Military absentee voter ballot looked like something that was printed from a 
computer. 


There were (2) Military absentee voter envelopes with the same last name, male name and 
female name that had no official postage on the outside envelope. | noticed a holiday sticker in 
the upper right-hand corner, clearly this was not a valid postage stamp. | mentioned and 
showed this to Loreen and her response was that we do not know the method of transport for 
these Military absent voter ballots (overseas) and not to be concerned. Throughout the day, 
Supervisor Heather handed a small number of completed original ballots that were filled out in 
their entirety from various precincts and was told to duplicate them due to the incorrect 
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precinct #. After doing so, | immediately wrote “VOID” on the original ballot that was initially 
provided by Supervisor Heather. We were told on a sticky note to duplicate them using a 
different precinct # again this was written on a yellow sticky note - apparently the voter 
received the wrong precinct # ballot in which they reside. | do not recall receiving a signature 


accompanying these official ballots. 


A Worksheet (Exhibit B) that was a one-page worksheet was provided to us by Supervisor 
Heather that we were to use in order to keep our city and precinct work organized. 


On each Military absentee voter ballot - Org 1 was written by Loreen on each Military absentee 
voter ballot which stands for Original 1. Original 2 — Org 2 would be the next number to follow 
and so on. | wrote a corresponding Dup 1 = Duplicate 1 on my original ballot. The next Military 
absentee ballot number would be Duplicate 2 — Dup 2. Once we were finished with the Military 
absentee voter envelope, it was later placed in a larger envelope that was provided by 
Supervisor Heather. It had a label on the outer envelope stating the city name and all the 
precinct material was placed in it. The Duplicate ballots were walked over to a woman who was 
doing the scanning into the tally machine. | was told to place the ballots down on the table and 
then | walked away. Loreen and | switched taking turns in walking over to the woman doing the 
scanning. Supervisor Heather also came by on several occasions and collected the Duplicate 
ballots to be scanned. 


Throughout the day, there were several original ballots that were filled in erroneously. This 
was largely due to either the misreading of the original Military absentee voter ballot or by not 
aligning the proper candidate selection (filling in the wrong box). All of the original Military 
absentee voter ballots that | filled out with errors were written on with large print “VOID”. | 
immediately folded it in half and placed the document into the respective City (large envelope). 


It took us approximately 8 minutes to read and re-read the original Military absentee voter 
ballot. One observation is that 90-95% of these ballots were for Biden/Harris. Also noted is 
that these same ballots were filled out in their entirety for each and every race — Democrat. 


The few Republican Military absentee voter ballots could be counted on approximately less 
than 2 hands. The only race items that were filled in were for Trump/Pence and the Proposals. 

| believe that there were about as many or quite possibly even fewer votes for John James — 
these were from mostly Democratic original Military absentee voter ballots. | am relying on this 
information only by memory. | also noted that several of the Republican Military absentee 
voter envelopes had the number 66 written on the outside of the envelope. This number did 


not represent a precinct #. | never found out the meaning or determination of the 66 written 
on the outer envelope. 


Loreen and I were one of the last stations or perhaps the last station to complete our portion of 
the work. We finally finished at or shortly after 8 pm. 
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Everyone left Pod 2 room with the exception of Supervisor Heather, Heather's assistant — 
Shawsheen (sp) blonde haired woman, (2) Democratic poll workers, myself and another 
supposed Republican poll watcher — Cathy Daniels (sp). Located behind the tables and back wall 
of the room in Pod 2, the ballots were placed in black handled suitcases — approximately 7 of 
them. Green and Blue colored marker ties were affixed to the suitcases. Both Democratic poll 
watchers grabbed the handles of the suitcases and wheeled them closer to the room exit doors. 
| told one of the poll watchers with dark hair to please not touch the suitcases — you are not an 
official worker — you have no business rolling or touching these items. She became very angry 
with me — stating some words under her breath. | later asked Shawsheen (sp) (blonde haired 
assistant to Supervisor Heather) — who was going to be watching over these, are they going in 
to a locked area and by whom. She did not indicate and was not clear on whether there would 
even be a second person in the transport. | kept asking more questions about who would be 
looking over these suitcases as they were going to be placed in the hallway. | later was told 
that the police guard on duty would be watching over them. 


Respectfully submitted, 
Cynthia A. O’Halloran 


Dated: 
Cynthia A. O’Halloran 


